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Submitter Information: 

Name: Detective John Rouvalis 

Agency: Boston Police Department 

Address: 


Telephone: 


Sample Submission Date: 9/21/2011 

Sample Type: Lorazepam Injection, USP, NCI# 0409-1985-30 

Analysis Date: 11/09/11 

Analysis Performed: Lorazepam concentration is determined by the U. S. 
Pharmacopeia method using HPLC-UV. The reporting limit is 0.250mg/mL. 


LORAZEPAM RESULTS 



Results Interpretation: Manufacturer’s stated lorazepam concentration in these 
samples is 2mg/mL. 
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